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a large area of a sufficiently uniform character, it is not usually
desirable to exceed ten to fifteen duplications. The conditions
for reliable experimentation indicated by Maas's data were
somewhat less exacting, Maas concluded that the plots should
not be smaller than one hundred trees (he concluded that the
most practical size was a tapper's task); that the standard
deviation (1/0-67 times the probable error) in three to six months'
tapping of such plots was ca. 5 per cent.; and that four duplications
would suffice to recognize differences of id per cent, with certainty.